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Abstract 


Assessment of some of the physico-chemical parameters of Tagwai Reservoir, Minna, Niger State, Nigeria was carried out 
for the period of four months (January, 2018 to April, 2018). Four sampling stations were located on the reservoir, which 
included Kwatan Bello, Kwata Birgi, Hanyin Danladi, and Kwatan Raga. Water samples were collected twice in a month. 
Total of thirty two samples were collected and analyzed. Water temperature, pH, Transparency, Total hardness, Total 
alkalinity, Electrical conductivity, Biochemical oxygen demand, Dissolved oxygen, Nitrate-nitrogen, phosphate- 
phosphorus, and Total dissolved solid were assessed. The results indicated that apart from Total Dissolved Solid, there 
was significantly different (P<0.01) at the sampling stations, Transparency, Temperature, pH, Dissolved Oxygen, 
Electrical Conductivity, Biochemical Oxygen Demand and Phosphate-Phosphorus were insignificant throughout the 
study. The value of Total Alkalinity, Total Hardness, Electrical Conductivity, and Nitrate-Nitrogen were insignificantly 
different (P>0.01) from each other. Only Total Dissolved Solid showed a significant difference (P<0.01) in the sampling 
stations throughout the study period. This result showed that most of the parameters of the reservoir fall within the 


recommended range of international standard of drinking water, with the exception of transparency and water hardness. 
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Introduction described by its physical, chemical and _ biological 
characteristics. Water occupies about seventy percent 

Water is known to be one of the most important (70%) of the earth’s surface being the most abundant 
compounds to the ecosystem. Water of better quality is liquid in the world [1]. The water that is fit for human 
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consumption is called drinking water or potable water. 
Water that is not fit for drinking but is not harmful for 
humans when used for swimming or bathing is called by 
various names other than potable or drinking water, and 
is sometimes called safe water, or “safe for bathing”. The 
development of many towns and cities requires 
construction of water reservoirs across rivers and 
streams to supply piped water for domestic use. Tagwai 
reservoir is a major reservoir in Minna, Niger State. The 
reservoir serves some purposes including fisheries, 
irrigation of farmlands, recreation and transportation. 
The rapid increase in population and the dependence on 
the water bodies for use therefore demands a proper 
understanding of the dynamics of the water, as the only 
medium where aquatic communities thrives [2]. It is 
therefore desirable to assess the Tagwai reservoir by 
collecting and analyzing the water samples from different 
stations with a view to studying the physical and chemical 
parameters, so as to establish the water quality status of 
the reservoir. 


Materials and Methods 


Study Area 


Tagwai Reservoir is located between longitude 6° 39’E 
and longitude 9° 44’E and latitude 9° 34’N and latitude 9° 
37’N in Minna, Niger State.The construction work of the 
Reservoir started in November 1997 and the reservoir 
was impounded on schedule in the rainy season of 1998. 
The reservoir is 25m high and 1.8km long. The reservoir 
has a capacity of 28.3million cubic meters [3] (Figure 1). 


Sampling Stations 


The water samples from Tagwai reservoir were 
collected from four different stations twice in a month, in 
sampling bottles from January, 2018 to April, 2018. 

The sampling stations include the following: 

Sampling station I, Kwatan Bello: This station is close to a 
settlement where farming activities is practiced. 

Sampling station II, Kwatan Birgi: This station is in the 
town not close to the farmland. 

Sampling station III, Hanyin Danladi: This station is close 
to a settlement where swimming and washing take place. 
Sampling station IV, Kwatan Raga: This station is one of 
the places where fishing activities take place. 


Analysis of the physico -chemical parameters 


Temperature, pH, and Transparency were recorded 
using Temperature/Dissolved Oxygen meter and pocket 
digital pH meter, Transparency was measured using 
Spectrophotometer. Electrical conductivity was measured 
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using a Unicam Pye model (292) conductivity meter, Total 
dissolve matter was calculated by multiplying the specific 
conductivity value of the water from the reservoir by 0.65 


[4]. 


Total alkalinity was determined by phenolphthalein 
alkalinity titration method and Nitrate - Nitrogen value 
determined by phenoldisulphonic acid method [5]. While 
other parameters such as Biochemical oxygen demand 
(BOD), Dissolved oxygen (DOz), phosphate-phosphorus 
(PO4-PH), and, total hardness was estimated in the 
laboratory by using standard equipment and methods. 


Statistical Analysis 


Data collected were subjected to statistical analysis. 
One-way analysis of variance (ANOVA) was used to test 
for differences, while the means were compared using 
Least Significant Difference (LSD) Test. 


Results 


There were few variations in the physical and 
chemical parameters in the sampling stations. The results 
are detailed in Table 1, 2 and 3. Analysis of variance 
(ANOVA) (Table 1) showed that only total dissolved solid 
was significantly different at P<0.05while other 
parameters such as transparency, temperature, pH, 
dissolved oxygen, electrical conductivity, biochemical 
oxygen demand, phosphate-phosphorus, total alkalinity, 
total hardness, and nitrate- nitrogen were insignificant at 
P>0.05. Table 2 revealed that the mean monthly 
transparency was significantly higher (P<0.05) in January 
(16.8842.15) than in remaining months. The mean 
transparency in March was not significantly different 
(P>0.05) from that recorded for the month of April. 
Temperature recorded for the month of February 
(27.89+0.17) was not significantly different from that of 
March (27.41+0.24), whereas, the mean monthly 
Temperature recorded in the month of January and April 
was significantly lower than that recorded for the month 
of February and March. Water pH recorded in January 
(6.62+0.11) was not different significantly (P>0.05) from 
that of February (6.90+0.03). Table 3 showed that there 
were no significant difference (P>0.05) in the mean 
physico - chemical parameters between pH, dissolved 
oxygen, biochemical oxygen demand and nitrate-nitrogen 
in all the four sampling stations. In the case of 
transparency, Hanyin Danladi, had the least transparency 
value when compared to other sampling stations, with a 
significantly highest Transparency value in Kwatan Raga. 
The mean total alkanity was higher (P<0.05) in Kwatan 
Bello, Kwatan Birgi, and Hanyin Danladi when compared 
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to that of Kwatan Raga with a lower total alkalinity. Total 
Hardness is significantly higher (P<0.05) in Kwatan Bello 
and Kwatan Birgi when compared to that of Hanyin 
Danladi and Kwatan Raga. On the other hand, the mean 
electrical conductivity recorded at Kwatan Bello was 
significantly lower (88.00+7.31) than those recorded for 
other sampling stations. The mean total dissolved solid 


was significantly lower (P>0.05) in Kwatan Raga than in 
the remaining 3 sampling stations. The mean total 
dissolved solid is significantly lower (P>0.05) in Kwatan 
Raga than in the remaining three sampling stations. 
Phosphate-phosphorus had the least value recorded at 
Kwatan Bello, this is statistically significant (P<0.05) from 
the value recorded for other sampling stations. 
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Figure 1: Map of Tagwai Reservoir, Minna, Niger State, showing the sampling stations. 
Source: Niger State Water Board, Minna, Niger State, Nigeria. 
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Test parameter Variations Sum of df Meat F Sig. 
Squares Square 
Between Groups 591.094 3 197.031 18.773 0 
Transparency (NTU) Within Groups 293.875 28 10.496 
Total 884.969 31 
Between Groups 12.405 3 4.135 19.574 0 
Temperature (°C) Within Groups 5.915 28 0.211 
Total 18.32 31 
Between Groups 7.191 3 2.397 19.801 0 
pH Within Groups 3.389 28 0.121 
Total 10.58 31 
Between Groups 28.051 3 9.35 59.037 0 
Dissolved Oxygen(mg/L) Within Groups 4.435 28 0.158 
Total 32.486 31 
Total Alkalinity(mg/L) Between Groups 3937.125 3 1312.375 3.939 0.018 
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Within Groups 9328.75 28 333.17 
Total 13265.88 31 
Between Groups 2456.375 3 818.792 2.999 0.047 
Total Hardness(mg/L) Within Groups 7645.5 28 273.054 
Total 10101.88 31 
‘ Between Groups 4835.625 3 1611.875 5.995 0.003 
Electrical aoe 
Conductivity(us/cm) Within Groups 7528.25 28 268.866 
Total 12363.88 31 
Between Groups 1125 3 375 2.325 0.096 
Total Dissolved Solid(mg/L) Within Groups 4516.5 28 161.304 
Total 5641.5 31 
Biochanical Oxygen Between Groups 22.14 3 7.38 9.315 0 
Demand(mg/L) Within Groups 22.185 28 0.792 
Total 44.325 31 
Phosphate- Between Groups 0.957 3 0.319 14.314 0 
Phosphorus(mg/L) Within Groups 0.624 28 0.022 
Total 1.581 31 
Between Groups 0.45 3 0.15 3.801 0.021 
Nitrate-Nitrogen(mg/L) Within Groups 1.105 28 0.039 
Total 1.555 31 


Table 1: ANOVA showing variations of the Physico-chemical parameters at the sampling station of Tagwai Reservoir, 
Minna, Niger State. 
Highly significant (P< 0.01). 


Significant (P<0.05) 
Transpar Temperature Dissolved Total Total Electrical Total eel Phosphate - Nitrate- 
Month ency (NTU) (°C) pH Oxygen | Alkalinity | Hardness Conductivity Dissolved Donsnd Phosphorus | Nitrogen 
Gne/E) ne /E)) one /T)) |) Gss/em) pelidi(me/ Ey ne/t) (mg/L) | (mg/L) 
January |16.8842.15* 26.8940.12 |6.6240.1147.3840.194/71.8843.21568.00+4.944 94.63+7.69 |55.8844.79>| 8.6340.524 | 0.0340.012 ).61+0.094 
February/10.2540.534 27.89+40.17° |6.9040.034)7.8640.08348.8845.06356.50+7.054 71.8743.008 | 45.3844.492| 8.26+0.208 | 0.2540.08 0.49+0.094 
March | 6.00+0.46@| 27.4140.24" |7.61+0.1849.1640.14"|70.75+5.76°61.75+7.699106.0047.494 58.13+5.66? | 9.9240.22% | 0.46+0.05¢ 0.29+0.034 
April | 6.7540.374| 26.2140.068 |7.7540.13%9.6940.12578.25+9.88°80.0041.864 91.75+43.21° | 61.1342.35¢ | 10.2340.215) 0.4340.04¢ ).39+0.054 
Mean | 9.9740.87 | 27.1040.14 |7.22+0.11]|8.52+0.13|67.44+5.98]66.5645.39| 91.0645.35 | 55.1344.32 | 9.2640.29 | 0.2940.05 |0.4540.07 


Table 2: Mean monthly values of some physico-chemical parameters of Tagwai Reservoir, Minna, Niger State. 

Mean with the same superscript alphabets in the column are not significantly different at P>0.05 level of significant from 
Least Significance Difference Test (LSD) using SPSS Version 20.0. 
+ Standard error of mean (SE) of duplicate determinations. 
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Saiiuline Ten peranine Dissolved Total Electrical Total phase Phosphate Nitrate 
Seas (°c) Oxygen | Hardness |Conductivity| Dissolved aoe a Phosphorus | Nitrogen 
CE ee EC Oi (mg/L) (mg/L) 
ra 26.94+0.27> | 8.64+0.36 |65.00+4.532| 88.00+7.314 |50.00+5.262| 9.08+0.46¢ | 0.19+0.04 | 0.52+0.088 
Kwatan 
Birgi | 27-06#0.28" | 8.3440.342|65.0026.749| 92.1345.56> |54.8843.87"| 9.6020.46° | 0.3340.08 | 0.42+0.10° 
aie 27.21+0.29» | 8.63+0.352 |68.00+8.28| 91.88+8.34> |55.25+4.952| 9.24+0.49a | 0.29+0.08» | 0.45+0.028 
Kwatan | 27.19+0.29> | 8.47+0.46? |68.25+6.67| 92.25+8.06> |60.38+5.08"| 9.12+0.45¢ | 0.36+0.09» | 0.42 +0.098 
Raga Mean 777 9x0.28 | 8.524038 |66.5646.56| 91.0747.32 | 55.1344.79 | 9.264047 | 0.294007 | 0.4540.07 


Table 3: Mean value of some Physico-chemical Parameters at four sampling station of Tagwai Reservoir Minna, Niger 


State. 


Mean with the same superscript alphabets in the column are not significantly different at P>0.05 level of significance 
from Least Significant Difference Test (LSD) using SPSS Version 20.0. 


+ Standard error of mean (SE) of duplicate determinations. 


Discussion 


The mean transparency value for Tagwai reservoir 
was highest in January (16.8NTU) and lowest in March 
(6.0NTU). There was no significant difference (P>0.05) in 
transparency in term of stations at Kwatan Birgi and 
Kwatan Raga. Higher Transparency in May was due to 
runoff from rain, as well as gradual settling of suspended 
particles [6]. Ibrahim, et al. [7] also made similar 
observation in the study of Kontagora reservoir. 


The Temperature ranged between 26.89°C-27.8°C. 
This falls within the range of aquaculture reported by 
Dupree and Hunner [8], who observed that warm water 
fish grow best at 25°C-32°C. 


The Hydrogen ion concentration value ranges from 
6.62-7.75 and was within the range for inland waters (pH 
6.5 - 8.5), as reported by Antoine and Al - Saadi [9]. The 
pH was highest in March and April (7.6+ 0.18; 7.15 + 0.13) 
and lowest in January and February (6.62 + 0.11; 6.90 + 
0.03). This variation may be due to biological activities 
and changes in temperature [10]. Thus, the pH value 
range obtained in this study is within acceptable level of 
6.0 - 8.5 for culturing tropical fish species [12], and for 
the recommended level for drinking water [11]. Federal 
Environmental Protection Agency (F.E.P.A) recommended 
6.5 - 8.5 for drinking water and 6.0 - 9.0 for aquatic life. 


The Total Alkalinity was significant at (P<0.05) in the 
month of February and April (78.25mg/L-48.88mg/L). 
The maximum value was recorded in April (78.25mg/L) 
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and minimum in February (48.88mg/L). However, Total 
Alkalinity was higher in Kwatan Bello (70.38mg/L) and 
lowest in Kwatan Raga (63.63mg/L). This agrees with the 
observation of Yakubu et al. [13] who recorded highest 
alkalinity to be 70.0mg/L and lowest as 40.20mg/L. 


Total Hardness recorded ranged from 56.50mg/L- 
80.0mg/L. This agrees with the observation of Manjare, et 
al. [14] who recorded water hardness as ranged 70mg/L- 
179mg /L. 


Total Dissolved Solid recorded fluctuates from 
45.38mg/L-61.13mg/L. The maximum value was 
recorded in April (61.13mg/L) and the minimum in 
February (45.38mg/L).This was as a result of high 
rainfall. The total dissolved solid and biochemical oxygen 
demand correlated positively. This agrees with the 
findings of Ojutiku and Kolo [15] who observed that 
vegetation and organic load in water depleted oxygen in 
Kigera reservoir and that conductivity, nitrate and 
biochemical oxygen demand are the function of 
productivity and vegetation growth. 


In the present study, Electrical Conductivity varies 
from 71pus/cm-106us/cm. The highest value of 
conductivity was in March and it indicates a large 
quantity of dissolved minerals salt in water, thereby 
rendering it sour and unsuitable for consumption. Similar 
observation was made by Sangpal, et al. [16]. 


Biochemical Oxygen Demand from 8-10mg/Lfall 
within the acceptable value or range of standard for 
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drinking water. High Biochemical Oxygen Demand was 
recorded in April due to huge load of sediment and 
sewage from nearby village. However, this is in agreement 
with the findings of Yakubu, et al. [13]. 


The phosphate-phosphorus and_ Nitrate-Nitrogen 
recorded ranged from 0.03mg/L-0.46mg/L and 0.2mg/L- 
0.61mg/L respectively. This is within the tolerable limit 
recommended by the World Health Organization [17], 
Ekom and John [18] have similar observation in Cross 
River State. Ekom and John [18] reported that the absence 
of zooplankton could decrease phosphate concentration. 
However, low values recorded could be due to dilution 
effects of the rains and flood water. 


Dissolved Oxygen values of 7.38 mg/L -9.69 mg/L in 
this study is similar to those reported for many other 
polluted Nigeria waters including 0.58mg/L to 10.0mg/L 
for mangrove swamps of Lagos Lagoon [19], 1.20mg/L to 
9.40mg/L documented by Edokpayi and Osimen [20] for 
some polluted water bodies in Nigeria. 


Conclusion 


The study of physical and chemical properties of water 
provides reasonable background information into the 
quality of water present in lakes, rivers, oceans, canals 
and ground water. One of the most important nutrients 
for man, animals and plants is water, without which they 
cannot survive. The increasing concentration of various 
chemicals generated from the industries and _ their 
subsequent release to the surrounding environment, as 
well as the domestic water, raised a wide spread and 
increasing public concern over their negative effects on 
human health and environment. 


The result from this study showed that Transparency 
was high in all the stations and is not within the 
recommended value of standard of drinking water. Also, 
the water in the sampling stations was hard and hence 
not suitable for domestic home activities, while other 
parameters are normal and within the safety standard of 
World Health Organization [17]. 
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